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“DAVID CLARK COMPANY 
INCORPORATED 
POST OFFICE BOX 4555 


mp 360 PARK AVENUE — 
WORCESTER 2, MASSACHUSETTS 


INVOICE TO: lnvoice No. 
jnveica Date 


Shipment No. S188.569)-N/C 


Shipment Bote 
Contract No. 
- SHIP TO: 25X1A9a Order No. 


Project No. 5 
Terms 
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PAYMENT OFFICE: Voucher Nbr, 59018030 
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TOTAL PRICE 
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1 1 each §=621L for 9 


Suit salvaged in accordance with Project 
Directive 67-16 aud I letter dated 
? duly 1959. 25X1A9a | 


Special breathing bladder connector and the 
standard capstan hose connector Al~-218 used 
on the suit for <9 being made on Production 
List DCC.6.25-); and apprepriate credit for 
materials allowad, 
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